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Pan Sanitary authortt for. the 
er and baastorr Authority for the 
oad Tea 


astanees and noah tory 
sem Sener and Middle Teaples 


‘fitted. In the Inner Kher A the Wer pe 


with statutory requirements, 


- estisated Reghawane’ 


(a) BIRTHS, : One male birth (le tims m 
a resident was ‘Gegitiant toy ot ke 


the year. iy, 
No stillbirths were saat, Re 


(>) DEATHS. Two deaths of residents 
both without the district. The 
causes of death were Organie He 
Disease. i 


Ho ease of infectious disease was notified to me. 
having occurred within the district during 1948. An 
of infectious disease contacts were supervised, the et 
concerned being disinfected. ee Bs us. 


The generel health of the district 43. good. 


Details ef work done during the year cnet 
te me by your Sanitary Inspectors. fective 
fittings heve been prawptly repaired and further 
end replacements have been carried out te wastes 
rain pipes, so fer as present restrictions 
“4isdle Temple, 28 sets of Chambers were sic 
Wer Demeage and in.14 instances new senitery 0; zee 


at Ho. 6, King's Beneh ¥ were rebulit 4 
levetory accommodation being provided on : 
& new drainage systea. 


The drainage system coment ia count tk fects 
consequent en enemy action gradually come te notiee 
prouptiy deait with. : 


Arrangements for daily removal ang ‘con of 
refuse have proved adequate. During 
gunitary dustbins have been OR yy to Ty Hager 
out. Footways end roads have been vent = B 
roads watered during hot westher. 
ef roads has been replaced by oc* crigiant & 
dressing. 


Copies of this report are being transmitted to. 
Mindstry of Health and other inane in: in secer 


eh 


* 


Your obedient derveat, 


® 


Wolisbe MeCARTEY, 


Wedicsl Officer of Healt! 
Honourable Secieties of 
Inner and Kidcie Temple 


25th way, 194 * 


